Projects 6-01 08 
700 Gardner St 



CITY OF LOS ANGELES 

PETITION REQUESTING PARKING METERS, TIME LIMIT PARKING, 
COMMERCIAL LOADING ZONES, OR PASSENGER LOADING ZONES 

We, the undersigned owners/business managers located along Gardner St 

(Primary Street) 

between Melrose Avenue and alley north of Melrose Avenue do hereby 

(Cross Street) (Cross Street) 

request that the City of Los Angeles install the proposed parking restrictions and parking meters 
at the location(s) indicated: 

EXISTING Parking Meter Time Limit or Loading 

Zones: Passenger Loading Zone on east side of Gardner St (approx 20-ft) 

PROPOSED Parking Meter Time Limit or Loading 

Zones: 2-hour Parking Meter (8AM-8PM Monday-Saturday, 11AM-8PM Sunday) 

I. Location and limits (in complete blocks) of meters: 

Street name, Meter Numbers: N/A 

From (Cross Streets): N/A to N/A 

II. Side of street for meters to be installed (N/S/E/W) N/A 


BUSINESS DISTRICT 

REPRESENTATIVE: 

(Name) (Address) (Phone Number) 


DATE 

SIGNATURE 

NAME iDrint) 

ADDRESS 

PHONE NO. 





































If required, copies of this blank petition form are acceptable. At least 50% of businesses AND at least 67% of frontage are required for each 
block requested. Return this completed form to Los Angeles Department of Transportation, Meter Planning, 555 Ramirez Street, Space 315, 
Los Angeles, CA 90012, or fax (213)473-8271. Call (213)473-8270 if you have questions. PMZ# 


